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IDEA- 1064 
30 February 1963 


25X1 A 

Dear 

Attached is the OR Report from Det H for the month 
of January 1963, most of the items replaced have been 
previously discussed during our pressurissation and inverter 
flaps. Also looks as though EGT amplifiers are still giving 
us troubles. 


25X1 A 


Sincerely, 


25X1 A 


Attachment: 1 - Monthly UR Report 

January 1963 


MD/OSA-DD/H 


(20 Feb 63) 


Dist: Cy 1 
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MD/OSA-DD/R 

RB/OSA-DD/R 


25X1 A 
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